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USES M39029/63-368 CONTACT SOCKETS 
RATING: UL94V-0 RATED. 
COLOR: BLACK. 
INTERNAL PLASTIC: GLASS-FILLED PBT OR GLASS-FILLED NYLON. 
OUTER METAL: STEEL PER ASTM A109, ZINC PLATED, YELLOW TRIVALENT 
CHROMIUM CHROMATE COATING. 
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